64th  Congress,  ) HOUSE  OF  REPRESENTATIVES,  j Report 
1st  Session.  j 1 No.  91. 


REPORTS  OF  THE  ALASKAN  ENGINEERING  COMMISSION. 


January  29,  1916.— Ordered  to  be  printed. 


Mr.  Barnhart,  from  the  Committee  on  Printing,  submitted  the 

following 

REPORT. 

[To  accompany  H.  Con.  Res.  11.] 

The  Committee  on  Printing,  having  had  under  consideration  the 
House  concurrent  resolution  (H.  Con.  Res.  11)  providing  for  the 
printing  of  5,000  copies  of  the  reports  of  the  Alaskan  Engineering 
Commission,  reports  the  same  back  to  the  House  with  the  recom- 
mendation that  the  resolution  he  agreed  to. 

The  estimated  cost  will  be  $7,851.39. 

The  unincumbered  balance  of  the  allotment  for  printing  and  binding 
for  Congress  for  the  fiscal  year  ending  June  30,  1916,  is  $789,378.26. 

The  resolution  as  amended  is  as  follows: 


House  concurrent  resolution  11. 

Resolved,  etc.,  That  the  reports  of  the  Alaskan  Engineering  Commission,  in  two 
volumes,  for  the  period  from  March  12,  1914,  to  December  31, 1915,  inclusive,  together 
with  accompanying  maps,  charts,  and  profiles,  be  printed  as  a House  document,  and 
that  6,000  additional  copies  be  printed,  of  which  3,000  copies  shall  be  for  the  use  of  the 
House  of  Representatives,  1,500  for  the  use  of  the  Senate,  and  1,500  copies  for  the_use 
of  the  commission. 


' 


. 


